January 9,  Repairs to the boom were made by Marco in accordance
with Homer's instructions CTr. 413).  After abatement of the
citation MC2 was returned to service (Tr. 416).

Witness Horner was familiar with the vehicle safety
inspection reports (pink slips) on MC2,  The claimed defects did
not appear until after the operators painted the booms. (Tr. 406,
408).  in December 1980 some pink slips mentioned the trans-
mission.  The transmission report lead to a subsequent work order
to repair it.  From the time of the initial pink slip report on
the transmission the crane was working on level ground in the
Silver Basin tailings dam project (Tr. 41, 419).  The handwritten
complaint on Exhibit P20 V stated that the auxiliary trans-
mission was jumping out of low gear (Tr. 420).

The repair shop found nothing mechanically wrong with the
transmission.  A routine road test, which consisted of driving
the crane up a long steep grade, failed to reveal a problem with
either transmission (Tr. 420, 421, 425).  The road test sought to
simulate the conditions under which the problem had been reported
(Tr. 425, 426).

Horner, a former mine master mechanic, is familiar with
transmissions.  He indicated that the poppet ball spring on the
transmission was repaired.  But that spring does not keep the
transmission in gear.  Further, it had no adverse effect on the
operation of the transmission (Tr. 420, 429, 430). Nothing in
the transmission was found to be in need of repair and the crane
was returned to service (Tr. 431).  A transmission will jump out
of gear if it is not fully and properly engaged by the operator
(Tr. 431).

The hearing on the R.O. Saeny grievance focused on the
failure of the crane operator to report damage to the equipment.
At the hearing respondent's representative Armstrong stated that
unreported damage could lead to a serious condition. He did not
state that any specific number of damaged lattices would render a
crane unsafe (Tr. 432, 433).

According to witness Horner the auxiliary transmission of
MC2 does not have a reverse gear (Tr. 820).

Gordon L. Palmer, a person experienced in booms, testified.
He operates the boom repair service for the Marco Company (Tr.
525-527, 532).

_4/ Exhibit P20 consists of 29 separate vehicle safety inspection
forms.  They are also referred to as "pink slips." The initial
form is dated October 25, 1980 and the last form is dated January
8, 1981.
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